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Message Text 
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PAGE 01 CAIRO 11822 281356Z 
ACTION EB-08 

INFO OCT-01 NEA-10 ISO-OO SOE-02 AID-05 CEA-01 CIAE-00 
COME-OO DODE-OO DOE- 15 H-01 INR-10 INT-05 L-03 
NSAE-00 OMB-01 PM-05 OES-07 SP-02 SS-15 STR-07 
TRSE-00 ACDA-12 NSCE-00 SSO-OO ICAE-00 INRE-00 
DOEE-OO /110W 

089194 281358Z/53 

0 281353Z APR 78 

FM AMEMBASSY CAIRO 

TO SECSTATE WASHDC IMMEDIATE 8525 

INFO AMCONSUL ALEXANDRIA IMMEDIATE 


LIMITED OFFICIAL USE CAIRO 11822 

E.O. 11652: N/A 
TAGS: ENRG, EG 

SUB J : FIRE AT AMOCO'S RAS SHUKAIR TERMINAL 

REF: CAIRO 1 1792 

1 . AMOCO HAS PROVIDED FOLLOWING FURTHER 
IMFORMATION FROM RAS SHUKAIR ON OIL STORAGE TANK FIRE AS 
OF APPROX 1300 HOURS LOCAL APRIL 28. FIRE WALLS ARE 
CONTINUING TO CONTAIN FIRE TO STORAGE TANKS 305 AND 

306. FORTUNATELY, STORAGE TANKS, WHICH HAVE 250,000 
TON CAPACITY, CONTAINED ONLY 71,000 BARRELS AND 36,000 
BARRELS RESPECTIVELY. AMOCO HOPING PREVAILING WINDS 
HOLD FOR ANOTHER 24 HOURS, DURING WHICH FIRE WILL HAVE 
CHANCE TO BURN DOWN TO POINT WHERE IT WILL NOT BE A 
THREAT TO OTHER TANKS. THERE ARE NO REPEAT NO FURTHER 
INDICATIONS OF CASUALTIES AS RESULT OF FIRE. 

2. AMOCO WILL CONTINUE TO KEEP US INFORMED ON DEVELOP- 
MENTS AS THEY GET INFORMATION FROM RAS SHUKAIR. ETI.TS 

LIMITED OFFICIAL USE 
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